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I seek refuge in GOD, from Satan the rejected 
In the Name of GOD, Most Gracious, Most Merciful 


Error in Wingt2 


One brother had sent me one email about error in my calculation.He had 
used the text of Quran in WinQt2 software.The arabic text of Quran in this 
software has many problems.This software is good for translation but it's 
text isn't reliable.He claimed that there are 134 verses include DbINoon 
(w) not 133 (19%*7) . 


I checked verse by verse of wingt2 software with my database of 
Quran.Finally I found the error in Wingt2.The error was in verse | 
39:64.This software had wrritten the word Ta'amoronni (I dNggiJ with 
two Noon instead of One Noon. 
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Number of verses in sura = 75 Order of revelation = 59 


Sura 39: The Throngs (Al-Zumar) v 
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F6 = Go to verse... 


For getting the true text of Quran in Arabic please refer to part "database 
of Quran". 
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[Ya:F7f]Say, "Is it other than GOD you exhort me to worship, O you 
ignorant ones"? 


GOD is glorified!! 


We know that there are 133(19*7) verses having DbINoon(cJ).If GOD had used 
this word with two Noon,all verses that had dbINoon were 134 that wasn't 
divisible by 19. 


GOD has signed this verse too. Because GV of verse 39:64 is 2413 
(19%*127) .IF that word was with DbINoon ; The GV of verse wasn't divisible by 
19. 


GOD is glorified!! 


Praise be to God Lord of the universe. 


There is no other 
a god except GOD 
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Our worship practices, our 
lifes and our deaths, are all 
devoted absolutely to GOD 
alone 


